From: 

Sent: 

To: 

Subject: 


Saunders, Della (DPH) 

Friday, June 24, 2011 9:47 AM 
Rosas, Giovanni (DPH) 

RE: Tomorrow 


Good Morning Gio, 

Thanks for lunch. I had a nice time. I’ll try not to work too hard today (more like hardly working ©!). Have a great time with 
your family and a fabulous weekend. 

Della 


Della Saunders 
Chemist III 

Drug Analysis Laboratory Room 363 
William A. Hinton State Laboratory Institute 
305 South Street 
Jamaica Plain, MA. 02130 
617-983-6632 phone 
617-983-6625fax 


From: Rosas, Giovanni (DPH) 

Sent: Thursday, June 23, 2011 4:30 PM 
To: Saunders, Della (DPH) 

Subject: Tomorrow 


Hi Della 

If I don’t see you have a good night and a good weekend, most likely I will be out tomorrow... don’t work too hard. 

Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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